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CONCORDIA SAFETY LAMP CO. 


CONCORDIA SAFETY LAMP CO., Inc. 

Manufacturers of 

ELECTRIC SAEETY LAMPS EOR MINES 

OF WHICH 150,000 ARE IN DAILY USE. 

Manufacturers Building, Pittsburgh, Pa. 


Products 


We manufacture the following: ‘Ueag’' Electric 
Safety Hand Lamps (see illustration) ; 'Ueag'" 
Electric Safety Cap Lamps (see illustration) ; 
'Ueag’' Electric Safety Trip Lamps (see illustra¬ 
tion) ; Rescue Stations; Charging Equipments; 
Lamp Racks; Magnets; Complete Lamp Cabins. 

Awards for “Ceag” Lamps 

The only portable electric hand 
lamp approved for safety, practica¬ 
bility and efficiency in general ser¬ 
vice, under Schedule 6A, by the 
U. S. Bureau of Mines. 

First Prize in the British Home 
Office Competition, 1912, as best 
miners’ electric safety lamp out of 
197 lamps submitted. 

First Prize and Gold Medal at 
the World’s Exhibition at Ghent in 
1912. 

Safety 

No ignition of inflamable gas is possible either 
inside or outside of the lamp. No liquid can be 
spilled and gas generated by the accumulator is al¬ 
lowed to escape easily. Lamps can be opened only 
by electro magnet in lamp house and therefore no 
tampering with lamps or short circuiting is possible. 
Lamps will not burn unless assembled right—there¬ 
fore, absolutely FOOL PROOF. 



Type RS 
14—16 Burning 
Hours—3 C. P. 
Total Weight 
5 Lbs. 



Type R 

U. S. Bureau of Mines Approval 12. 16 Burning Hours—1 % C. P. 

Total Weight, 5 Lbs, 

More than 150,000 of these lamps in daily use all over the world. 


Charging Arrangements: nice l<isi 

With our charging arrangement from 1—80 ^ Lamp.$6.50 

batteries (electric storage battery, lead acc. type) Type RS Lamp. 8.00 

can be charged at one time on 110 or 250 D. C. Type RM Lamp. 8.00 



Type KM 

16 Burning HourH—3 C. P. Total Weight, 3 V4 Lbs. 


WRITE FOR FULL PARTICULARS 


Durability 

Lamps built to stand rough usage, ma¬ 
terials used not liable to deterioration by 
corrosion. Only best material used, and 
all parts easily exchanged, assembled and 
cleaned. 

Light and Maintenance 

Strong and well distributed light for 
sixteen burning hours on one full charge. 
Creates better working conditions. In¬ 
creases output. Protects miners from eye 
disease. We guarantee maintenance cost. 
Consult us for expert advice on anything 
pertaining to electric safety lamps. 

AND CATALOGS. 
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